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STANDARDS  ASSOCIATION   Of  AUSTRALIA  amdt.  no.  i 

IncenMrotMi  by  Royal   Charter  0<^-   1»«2 


AMENDMENT  No. 


*°  Copy 1963 

SAA  Approval  and  Test  Specificatani      ^^  '  •> 


2- JAN-  4 


e 


I 


for 

DOMESTIC  ELECTRIC  WASHING  MACHINES 
(No.  C163— 1960  Ap.) 


The  1960  edition  of  A.  &  T.S.  No.  C.163  is  amended  as  follows; 
the  amendment  should  be  inserted  at  the  appropriate  place. 

CLAUSE  18,  TESTS. 

(b)  Spillage  and  Water  Tightness  Test. 

In  the  second  sentence  of  the  first  paragraph    delete  the  words  amdt.  No 
For  washing  machines  other  than   those  incorporating  a  device  to    Oct.  i962 
prevent  overflow". 

Delete  the  second  paragraph  and  substitute  the  following: 

Subsequent  inspection  shall  not  reveal  any  water  on  live  parts  or  on 
electrical  insulation  in  such  quantities  or  in  such  locations  as  may  lead 
to  eventual  break-down. 

This  amendment  forms  part  of  the  speciBcation  on  1  April  1963. 
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.ndortemenf  ,  5^  "April  1962 

•imSH    STANDARD    1S83:19«1 

is    endorsed    as 

AUSTRALIAN  STANDARD 
No.  R.16  —  1962 

subjact  to  th»   amandmsntt  set  out 
in  Auitralian  Amandment  No.   I 

Note  Because  B.S.1583  now  includes  one-mark  straight 
P'Pettes  up  to  2-ml  capacity,  overlapping  occurs  between 
this  endorsed  standard  and  AS.  No.  R.7—I947  Straight 
Pipettes,  in  regard  to  the  one-mark  I-ml  size.  In' so  far  as 
this  latter  size  is  concerned  the  provisions  of  AS.  No  R  16 
apply. 
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Seine*  Hohm,   157  CleaeMter  StrMt,   Sydacy 
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Endorsement 


2-APRl  h 
Com 1963 


February   1963 


BRITISH    rfAWUAKU    IMJUM 


is    endorsed    as 

AUSTRALIAN  STANDARD 
0  C2  —  1963 

without  Australian    amendment 
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STANDARDS  ASSOCIATION  OP  AUSTRALIA 

■■e»rp«ra«^  by  Royal  CkoHw 


Amendment  No.  3 
March  1963 


X'TSq 


AMENDMENT  No.  3  'S?-^}1^ 

to 

SAA  Approval  and  Test  Specificatioa  ~ 

for  I^ 

RADIO  INTERFERENCE  SUPPRESSION  DEVICES 
(AS  C145— 1960  Ap.) 

•  ,I?f  ^'^^  f?i!!°°  °^  ^^  ^''^^  ^F-.  which  was  previously  amended 
in  1961  and  1962.  is  further  amended  as  follows;  the  amendments 
should  be  mserted  at  the  appropriate  places. 


Claiise  12(a),  CAPACITORS— Marking. 

Delete  the  word  "ONLY"  from  "A.C 
tem  (iii). 

Add  a  further  note  to  the  clause  as  follows 

NOTE  2.    Incorporation  of  a  capacitor  marked 
marked    "A.C./D.C."    is    not    normally    deemed 
specification. 

IWs  ameodment  forms  port  of  the  specification  on  1  April  1963. 


Delete  the  word  "ONLY"  from  "A.C.  ONLY"  and  "D.C.  ONLY"  AM.yr  no  j 
m  Item  (m).  Makch  ij« 

Add  a  further  note  to  the  clause  as  follows: 

^°P^  ^;.a^JI'=PA''/2'"m''°"  "^  ^  capacitor  marked  "A.C."  in  an  appliance 
marked  A.C./D.C.  is  not  normally  deemed  to  be  contrary  to  the 
specification.  ' 
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Amendment  No.  5 
STANDARDS  ASSOCIATION  OF  AUSTRALIA  ^""^  *^^ 

Incorporated   by   Royal   ChorHr  .,    -rem 

X-T59 

AMENDMENT  No.  5  87  #  ('^ 

to 
SAA  Approval  and  Test  Specification 

for  "^^ 

ELECTRIC  MOTOR-OPERATED  APPLIANCES 

(AS  C115— 1941  Ap.) 

in  iS«*  \lVo  ^'!i°?o2*,  ^^  ^^l^  AP'  Which  was  previously  amended 
m  1958.  1959  and  1961  (twice),  is  further  amended  as  follows-  the 
amendment  should  be  inserted  at  the  appropriate  places. 

Clause  4,  MECHANICAL  GUARDING. 

In  the  fourth  line  insert  ".  blades  of  fans."  after  "gearing".  amot.  no.  5 

This  amendment  fonns  port  of  the  specification  on  1  April  19«.         ****""  "*' 


X'TS'i.^ttdS 


Amendment  No.  6 
March  1963 
STANDARDS  ASSOCIATION  OP  AUSTRALIA 

liicorporatod  by  Royal  Cbortar 


AMENDMENT  No.  6 

to 

SAA  Approml  and  Test  Spedflcatioa 

for 

BAYONET  LAMPHOLDERS 
(AS  C117— 1955  Ap.) 


The  1939  edition  of  AS  CI  17  Ap.,  which  was  amended  and  redated 
in  1947,  1950  and  1955,  and  amended  in  1960  and  1962,  is  further 
amended  as  follows;  the  amendment  should  be  inserted  at  the  appro- 
priate place. 

Chuise  7,  MATERIALS. 

Add  the  following  further  paragraph: 

Metallic  materials  used  for  lampholder  skirts  shall  be  of  non-ferrous  amdt.  no.  « 
metal  having  mechanical  and  corrosion  resisting  properties  not  inferior  March  i9«3 
to  hard  drawn  brass. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Iiicsrp«ra1«d  by  Royal  Ckarfer 


Amendment  No.  6 
March  1963 


XT  59 


AMENDMENT  No.  6  -  .$7^1^^ 


SAA  Approval  and  Test  Specification — 

for  Hi 

PLUGS  AND  PLUG-SOCKETS 
(AS  C112— 1958  Ap.) 


The  1958  edition  of  AS  CI  12  Ap.,  which  was  previously  amended 
in  1959,  1960,  1961  and  1962  (twice),  is  further  amended  as  follows; 
the  amendment  should  be  inserted  at  the  appropriate  place. 


Clause  16  (bb),  TESTS— Tests  on  Integrally  Moulded  Rubber  and  PVC 
Ping  and  Cord  Sets. 

(iii)  Attachment  of  Sheathing  (Sheathed  Cords). 

Add  the  following  further  paragraph: 

For  plugs  moulded  to  miniature  flexible  cord,  the  attach-  amdt.  no.  < 
ment  shall  be  deemed  adequate  if  the  insulated  cores  are  not  March  i96j 
exposed  when  the  sheathing  breaks  if  this  occurs  before  the 
I  maximum  pull  of  30  lb  is  reached. 

(  Thb  amendment  forms  part  of  the  specification  on  1  April  1963. 
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Amendment  No.  4 
March  1963 
STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incorporated  by  Royal  Ckartor 


X-T59 


AMENDMENT  No.  4  <^7  ii^  1 11 

to 
SAa  Approval  and  Test  Spedficatioa 
for 

ELECTRIC  JUGS 

(AS  C106— 1952  Ap.) 


The  1952  edition  of  AS  C106  Ap..  which  was  previously  amended 
in  1956,  1958  and  1961,  is  further  amended  as  follows;  the  amendment 
should  be  inserted  at  the  appropriate  place. 


Clause  6(c),  SAFEGUARDING— Locidiig  of  Hinge  and  Stop  Screws. 

Add  the  following  further  sentence  to  the  first  paragraph: 
However,  lock  nuts  shaU  be  acceptable  as  locking  devices  for  stop  pins.  amdt.  no.  4 
This  amendment  forms  part  of  the  specification  on  1  April  1963.  "*""'"  "" 
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STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incerperafad   by   Royal   Charter 


Amendment  No.  3 
March  1963 


AMENDMENT  No.  3  .S7    "^  ' 


to 

SAA  Approval  and  Test  Specificatioa- 

for  Z. 

INSULATING  PANELS 

(AS  C108— 1951  Ap.) 


The  1951  edition  of  AS  CI  08  Ap.,  which  was  previously  amended 
in  1956  and  1957.  is  further  amended  as  follows;  the  amendment  should 
be  inserted  at  the  appropriate  place. 

Claase  11,  MARKING. 

Add  the  following  "note"  to  this  clause: 

NOTE.    Transfers,  painting,  stamping  or  the  like  are  acceptable  in   terms  Amdt.  No.  3 
of  this  clause.  March  1963 

This  amendment  forms  part  of  tberSpedfiqad^  on  1  April  1963. 

SgorTu^ouBce 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

j  Incerperotod   by   Royol  CharHr 


Amendment  No.  8 
March  1963 


AMENDMENT  No.  8 

to 

SAA  Approval  and  Test  SpedficatioB 

for 

ELECTRIC   BREAD  TOASTERS  " 
(AS  ClOl— 1955  Ap.) 


X-T59 
.S7 


m 


The  1940  edition  of  AS  ClOl  Ap..  which  was  amended  and  redated 
in  1947,  1948,  19.'>0  and  1955  and  amended  in  1955,  1956.  1958  and 
1962,  is' further  amended  as  follows;  the  amendment  should  be  inserted 
at  the  appropriate  place. 


Clause  8  (g),  TESTS— Exposure  of  Materials  and  Insubtioo  to  Excessive 
Temp^^ture. 

Add  the  following  sentence  to  the  last  paragraph: 
The  temperature  Umits  specified  in  AS  ClOO  Ap.,  Cause  109,  Tempera-  amdt.  No 
tures  of  Surfaces  to  be  Handled,  shall  not  be  applicable  to  toaster  Mauch  19 
handles  or  to  the  knobs  on  side  flaps  and  the  like,  but  the  failure  of  any 
such  part,  due  to  the  temperature  which  it  attains,  shall  not  give  rise  to 
the  risk  of  fire  or  electric  shock. 


1963 


This  amradment  forms  part  of  tiw  sDed&ation  on  1  April  1963. 

tS°TTorc^K.. 


I.IBE&KY  OF 


Interim  Amendment 
January  1963 
STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incorporated   by   Royal   CkorHr 


INTERIM  AMENDMENT 

to 

AS  A33— 1955 

CARBON  STEEL  PLATES  FOR  GENERAL  STRUCTURAL 
ENGINEERING  PURPOSES 


2-APRl  8 


NOTE.  This  amendment  to  AS  A33  has  been  issued  to  meet  an  urgent 
request  for  recognition  of  the  basic  oxygen  process  of  steel  making,  as  - 
an  alternative  to  the  other  processes  already  specifically  mentioned. 
It  is  issued  as  an  interim  amendment  because  this  and  related  Aus- 
tralian standards  for  structural  steel  are  under  review  in  other  respects 
also,  and  complete  revised  standards  are  likely  to  be  issued  later  in 
1963.  The  SAA  Committee  on  Structural  Steel  expects  that,  prior  to 
the  issue  of  such  revised  standards,  test  results  will  be  available  to 
confirm  that  steel  made  by  the  new  process  complies  fully  with 
mechanical  and  other  test  requirements  in  the  standard. 

Page  5.  aause  2,  PROCESS. 

Delete  existing  clause  and  substitute  the  following: 

"2.  Process.  The  steel  shall  be  made  by  an  open  hearth,  a  basic  int.  amdt. 
oxygen,  or  an  electric  process.  For  the  purposes  of  this  specification  a    Jan.  i9«} 
basic  oxygen  process  means  the  process  of  making  steel  in  a  basic 
converter  blown  with  commercially  pure  oxygen." 


/-TS^.S-yfl^ltl         1 


Interim  Amendment 
January  1963 
STANDARDS  ASSOCIATION  OF  AUSTRALIA 

IncorperaUd  by   Royal   Charter 


INTERIM  AMENDMENT  /       2 .  ADD  i    e 

COg)f_ 


to 

AS  A81— 1958 

PLAIN  STEEL  REINFORCING  BARS 


FOR  NORMAL  REINFORCED  CONCRETE 

NOTE.  This  amendment  to  AS  A81  has  been  issued  to  meet  an  urgent 
request  for  recognition  of  the  basic  oxygen  process  of  steel  making,  as 
an  alternative  to  the  other  processes  already  specifically  mentioned. 
It  is  issued  as  an  interim  amendment  because  this  and  related  Aus- 
tralian standards  for  structural  steel  are  under  review  in  other  respects 
also,  and  complete  revised  standards  are  likely  to  be  issued  later  in 
1963.  The  SAA  Committee  on  Structural  Steel  expects  that,  prior  to 
the  issue  of  such  revised  standards,  test  results  will  be  available  to 
confirm  that  steel  made  by  the  new  process  complies  fully  with 
mechanical  and  other  test  requirements  in  the  standard. 


Page  3.  Claose  2,  PROCESS  OF  MANUFACTURE. 

Delete  existing  clause  and  substitute  the  following: 

"2.  PROCESS  OF  MANUFACTURE.  The  steel  shall  be  made   int.  amdt. 
by  an  open  hearth,  a  basic  oxygen,  or  an  electric  process.  For  the    Tan.  i965 
purpose  of  this  specification  a  basic  oxygen  process  means  the  process 
of  making  steel  in  a  basic  converter  blown  with  commercially  pure 
oxygen. 

The  bars  shall  be  rolled  from  billets  or  ingots  of  properly  iden- 
tified heats  of  steel." 


)(-T9i,S'^p^]12- 


Amendment  No.  1 
January  1963 
STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incorporated  by  Reyol   Chartor 

Amendment  No.  1  and  Corrigenda 
?  to 

Australian  Standard  Rules 
for 

AUTOMATIC  SPRINKLER  INSTALLATIONS 

(AS  CA16— 1962) 

The  1962  edition  of  AS  CA16  is  amended  as  hereunder;  the 
amendment  should  be  inserted  at  the  page  indicated.  The  corrigenda 
listed  should  also  be  noted. 

AMENDMENT 
/i^  Page  27.   Rule  18,  ALARM. 

Add  the  following  paragraph: 

"Approved  water  flow  alarm  switches  may  be  incorporated  in  the  aj^^.  No.  i 
S'  sprinkler  piping  to  indicate  on  a  central  control  panel  the  particular    jan.  ijw 
section  of  the  system  which  is  operating." 

CORRIGENDA 

Page  S.  Rule  1  (C).  Insert  marginal  bar  and  notation  "See  SRI". 

Page  7.  Note  2  to  Rule  1  (J).  Insert  marginal  bar  and  notation  "See 
SR2". 

Page  8.  Rule  3  (b).  Insert  marginal  bar  and  notation  "See  SR4". 

Page  8.  Rule  3  (c).  Insert  marginal  bar  and  notation  "See  SR5". 

Page  10.  Rule  3  (g).  Alter  marginal  notation  to  read  "See  SR6.1  to  6.4". 

Page  14.  TOWN'S  WATER.  Insert  opposite  head:  marginal  bar  and 
notation  "See  SR  108.3". 
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STANDARDS  ASSOCIATION  OFAUSTRALIA 

Incorporated  by  Royal   ChmW? 


AMENDMENT  No.  1 

to 

AS  B113— 1960 

HIGH   TENSH^E   CARBON-MANGANESE   STEEL   CYLINDERS 

FOR  THE  STORAGE  AND  TRANSPORT  OF  WKMANENT  - 

GASES  AND  HIGH  PRESSURE  UQUEFIABLE  GASES 

The  above  specification  is  amended  as  set  out  hereunder;  the 
amendments  should  be  inserted  at  the  places  mdicated. 


Amendment  No.  1 
February  1963 

X-T59 

.S7  ^i^S 


Page  3.   Clause  1,  SCOPE.  

Delete  paragraph  two  and  substitute:  I  ^      ^      1 

The  filling  pressure  of  such  cylinders  shall,  )e  asg^ndtUt  A$]CB^  ambt.  No. 
SAA  Code  for  Compressed  Gas  Cylmders.  vi: :.:  ^      ^ggj 

(i)  120  atmospheres    I "        "-•- ~" 

(ii)  132  atmospheres 
(iii)  240  atmospheres 


Page  4.   Cbose  10,  THICKNESS. 

Delete  P  in  the  tabulation  and  substitute: 

P  =  maximum  pressure  in  the  cylinder  for  design  purposes,  and  amdt.  No  i 
shall  be  taken  as: 

(i)  2500  Ib/sqm  for  filling  pressures  not  exceeding  1980 

Ib/sqin  at  IS'C. 
(u)  50001b/sqin   for   filling   pressures   not   exceeding   3600 
Ib/sqin  at  15°C. 


Page  7    Clause  20,  HYDROSTATIC  PRESSURE  TEST. 

Delete  paragraph  one  and  substitute: 

Every  cylinder  shall  be  subjected  to  a  hydrostatic  test  pressure  ambt.  No   i 
eaual  to  1-1/3  times  the  design  pressure  in  Qause  10  applied  internally    f^"- 
for  a  period  of  30  seconds  in  accordance  with  the  provisions  of 
Appendix  B  of  AS  CB4. 


Page  8.    Clause  22,  CYLINDER  MARKS. 

Add  to  Item  (vii): 

and  the  maximum  pressure  to  which  the  cylinder  is  designed  m  amdt.  No.  i 
Cause  10  (e.g.  AS  Bl  13-2500).  «"»•  "" 

t'UOF^^-i"^'  01^  Till!] 
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STANDARDS  ASSOCIATION  OF  AUSTRALIA 

■,  lneerperat*d  by  Royal   Charter 


AMENDMENT  No.  10 

to 

SAA  Approval  and  Test  Specification 

lor 

DEFINITIONS  AND   GENERAL   REQUIREMENTC^FOR 

ELECTRICAL  MATERIALS  AND  EQUIPMENT 

(AS  ClOO— 1953  Ap.) 

The  1953  edition  of  AS  ClOO  Ap.,  which  was  previously  amended 
in  1956,  1957,  1958,  1959.  1960,  1961  (twice)  and  1962  (twice),  is 
further  amended  as  follows;  the  amendments  should  be  inserted  at  the 
appropriate  places. 


Amendment  No.  10 
March  1963 

X-T59 


Definition  35,  INSULATED. 

Add  the  following  note:  •'      •    ■     • 

"NOTE.  The  term  'functional  insulation'  as  described  in  Definition  37  is  Amdt.  No  io 
also  used  in  respect  to  the  insulation  of  equipment  having  exposed  metal  March  1963 
parts  mtended  to  be  earthed." 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Definition  37,  INSULATION  DOUBLE. 

Note  2.  Delete  the  words  in  parentheses  at  the  end  of  the  first  line 
and  substitute: 

"(including  flexible  cords  other  than  those  of  the  miniature  type)".  amdt.  No.  io 

This  amendment  forms  part  of  the  specification  on  1  October  1963.  "'""^"  "" 

Clause  93,  FAOLITIES  FOR  CONNECTION  OF  FLEXIBLE  CORD 
OR  FLEXIBLE  CABLE.  .^    .     .  .> 

(g)  Earthing  Conductors. 

Delete  existing  text  of  this  sub-clause  and  substitute: 

(g)  Earthing  Conductors.  Where  an  appliance  includes  an  earthing  amdt.  No.  io 
terminal,  provision  shall  be  made  by  means  of  space  within  the  terminal  March  i963 
enclosure,  the  disposition  of  the  terminals,  a  separate  conductor  way. 
suitable  shielding  or  other  suitable  means  to  ensure  that  when  correctly 
wired  the  connection  is  made  without  the  earthing  conductor  of  the 
flexible  cord  being  held  or  pressed  against  live  terminals  or  other  live 
parts. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 
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LEBRARY  OF  CONGRESS 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

laeerperated  by   Reyal  Chartw 


Amendment  No.  8 
March  1963 


X-T59 


AMENDMEINT  No.  8  S7  4"/^ 

to 
SAA  Approval  and  Test  Specification  ~_ 
for 

ELECTRIC  ROOM  HEATERS       Z.     ■ 

(AS  C103— 1952  Ap.) 


•  ,n^®  It^}  ^^^°°^  °^  ^^  ^'^3  ^P'  which  was  previously  amended 
m  1956.  1958  1959  (twice).  1961  (twice)  and  1962.  is  further  amended 
as  toUows;   the  amendments  should  be  inserted  at  the  appropriate 

piaCCS. 


Clause  7,  SWITCHES. 

Insert  the  following  "note"  to  the  second  paragraph: 

March  1963 

This  amendment  forms  part  of  the  specification  on  1  Ajwil  1963. 


aause  12  (a),  TESTS— Insulation  Resistance  Test  No.  1. 

Delete  all  words  after  "frame"  in  the  3rd  line  of  the  1st  paragraph,  amdt.  no  s 
Add  the  following  third  paragraph:  march  ii>«3 

Heating  units  may  be  operated  for  one  hour  at  rated  voltage  and 
allowed  to  cool  to  room  temperature  prior  to  the  measurement  being 
made  if  necessary  to  meet  the  conditions  of  the  test. 

This  amendment  forms  ^^»j|^fjy<i^tyfi}yi  1  April  1963. 

I^RARY  OF  OONGKKbb 


Amendment  No.  5 
March  1963 

STANDARDS  ASSOCIATION  OF  AUSTRALIA      y.jSg 

Ineorperotad  by  Royol  Charts  d-   i-?/ 

AMENDMENT  No.  5 

to 

SAA  Approval  and  Test  Specification 

for  1 

APPLIANCE  PLUGS  AND  APPLIANCE  INLET  SOCKETS 

(AS  Cl<»— 1955  Ap.) 

The  1955  edition  of  AS  C109  Ap..  which  was  previously  amend^ 
in  J58  K  95"9  and  1962.  is  further  ainended  as  follows;  the 
amendment  should  be  inserted  at  the  appropriate  places. 

Clause  11,  PROTECnON  OF  FLEXIBLE  CORD. 

Delete  this  clause  and  substitute:  ,        .         Mi 

11.  PROTECnON  OF  FLEXIBLE  CORD.  Except  for  appljancj  Pl^gs  r;cH''i,63 
in  the  form  of  a  cord  extension  socket  complymg  with  SAA  Approval 
fnd  TesTsUcification  C120,  Cord  Extension  Sockets,  provision  shall  be 
made  for  JJeSig  sharp  bending  of.  or  mechanical  damage  to.  a 
SSbleco?d  where  it  enters  the  body  of  the  appliance  plug. 

For  rewirable  appliance  plugs  the  protection  shall  be  in  the  form  of  a 
sZZ  S  rubber  o^equivaknt  flexible  insulating  material  and  provision 
shdm  ma  Je  to  ensure  that  the  sleeve  is  held  securely  m  position  m  the 
hnHv  nf  the  aoDliance  plug  when  correctly  assembled. 
^oraipliaJSprgs  moulded  integrally  with  a  flexible  cord  he 
protectioKall  co'mply  generally  with  the  requirement  above  but  the 
sleeving  may  be  formed  as  an  integral  part  of  the  mouldmg. 
This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Clause  19  (a),  SHROUD— Extent  and  Form. 

Add  the  following  further  sentence: 
Any  aperture  in  the  base  of  the  inlet  socket  shall  not  permit  the  entry  a^mot.^No.^^5 
of  objects  to  the  interior  of  the  appliance. 
This  amendment  forms  part  of  the  specification  on  1  April  1963. 


piiUl'fci^  i.  ^ 


filSioFWNGKESS 


Amendment  No.  3 
March  1963 

STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incorporated   by   Royal   Ckoriw  Y-T59 

AMENDMENT  No.  3  -S?  fp  j"^  I 

to 
SAA  Approval  and  Test  Specification- 

for  3^ 

MINIATURE    OVERCURRENT    aROJIT-BBEAKERS 

(AS  cm— 1956  Ap.) 

The  1956  edition  of  AS  CI  11  Ap..  which  was  previously  amended 
in  1959  and  1961.  is  further  amended  as  follows;  the  amendments 
should  be  inserted  at  the  appropriate  places. 

Clause  1.  SCOPE. 

Add  the  following  second  paragraph: 

Circuit  breakers  intended  only  for  the  protection  of  electrical  «»"»?•  tiTcHT^t/ 
ment  as  distinct  from  circuit  wiring,  and  which  are  appropnately  ma»ch 
marked  as  such,  are  not  within  the  scope  of  this  specification. 
This  amendmnit  fonns  part  of  the  specification  on  1  April  1963. 

Clause  3,  STANDARD  CURRENT  RATINGS. 

Delete  the  word  "standard"  from  the  tide  and  from  the  second  Am°;-„No.^^3 
line  and  substitute  "preferred". 
Add  the  following  "note": 

NOTE:   At  the  discretion  of  the  Approvals  Authority,  a  circuit  breaker 
having  a  current  rating  between  consecutive  preferred  values  listed  above 
may  be  approved  without  applying  the  full  series  of  tests  specified  in  Clause 
14  provided  that: 
(i)  the  intermediate  rating  circuit  breaker  and  the  preferred  rating  circuit 

breakers  are  lAysically  identical  in  design  and  construction  except  tor 

adjustment  of  the  normal  means  of  calibration,  and 
(ii)  the  preferred  rating  circuit  breakers  have  been  subjected  to  and  have 

passed  the  full  series  of  tests. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 


FiiorLKiy  r.F  'nm 

UBEA&Y  OF  CONGRESS 


Ruling  No.  1 
March  1963 

STANDARDS  ASSOCIATION  OF  AOSTRALIA 

Incorporated   by   Royal    Charter  ^.    TCz-v 


RUUNG  No.  1 

to  - 

SAA  Approval  and  Test  Specifiiition 
for  ___ 

DEnNITIONS  AND  GENERAL  REQUIREMENTS  FOR  ^ 

ELECTRICAL  MATERIALS  AND  EQUIPMENT 
(AS  ClOO— 1953  Ap.) 

The  following  rulings  to  AS  ClOO  Ap.  are  issued  for  purposes  of 
clarification  and  shall  apply  from  1  April  1963. 

Oause  81,  MATERIALS  AND  EQUIPMENT  TO  BE  SUITABLE 
FOR  CONDITONS  OF  USE.  c»i;iiai»i.ii. 

Thermoplastic  materials  which  have  a  low  melting  point  or  are  of     Ruling 
a  readily  flammable  nature,  such  as  non  flame-retarding  grades  of       No.  i 
polystyrene  and  polyethylene,  shall  not  be  used  for  the  enclosure  of  "*^''"  "" 
starter  switches  for  fluorescent  lamps  nor  for  fluorescent  lamp- 
holders  and  starter  switch  sockets. 


Clause  92A,  FLEXIBLE  CORD  AND  CONNECTING  PLUG. 

Item  (i)  of  this  clause  refers  to  the  provision  of  an  "appropriate"      Ruling 
type  of  flexible  cord.  The  permissible  applications  of  the  various  types       No.  i 
of  flexible  cord  are  specified  in  general  terms  in  Rule  340(a)  of  Part  I  ^'""'"  "*' 
of  the  SAA  Wiring  Rules,  AS  OCl.  However,  some  confusion  has  been 
evidoit  in  regard  to  the  intended  application  of  miniature  flexible  cord 
recently  provided  for  in  specifications  CI  16  Ap.,  Rubber  Insulated 
CablKi  and  Flexible  Cords,  and  C147  Ap..  PVC  Insulated  Cables  and 
Flexible  Cords. 

This  ruling  is  issued  with  a  view  to  clarifying  the  matter,  but  is 
subject  to  review  as  experience  is  gained  in  the  application  of  miniature 
flexible  cord. 

Miniature  flexible  cord  may  be  applied  in  accordance  with  the 
following  table: 

PBOPEBTY  OF  THB 

.  ^RAia'  OF  CONGRESS 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

laeerperated  by  Royal   Ckarfw 


RULING  No.  1 

to 

SAA  Approval  and  Test  Specification 

for 

DOMESTIC  ELECTRIC  WASHING  MACHINES^ 

(AS  C163— 1960  Ap.) 

The  following  rulings  to  AS  €163  Ap.  are  issued  for  purposes  of 
clarification  pending  a  detailed  investigation  into  the  determination  of 
and  tolerance  on  loading  of  domestic  electric  washing  machines  and 
shall  apply  to  Causes  17  and  18(g)  from  1  April  1963. 


Ruling  No.  1 
March  1963 

X-To9 

.S7  :^/^1 


Clanae  17,  RATING. 

The  tolerance  on  measured  input  shall  not  be  regarded  as  preclud- 
ing a  variation  of  more  than  10  per  cent  below  the  marked  input 
provided  that  any  heating  unit  is  marked  with  its  rated  input,  and 
the  measured  input  to  the  heating  unit  does  not  differ  therefrom 
by  more  or  less  than  10  per  cent. 

Oanw  18  (g),  TESTS— RATING. 

In  determining  the  input  of  a  washing  machine  incorporating  a 
heating  unit  or  units,  the  loading  of  the  heating  units  shall  be 
taken  into  account  in  conjunction  with  the  maximum  normal  load 
conditions  specified  in  Qause  18(h)  as  follows: 

The  input  shall  be  measured  after  5  minutes'  operation  of  the 
heating  unit  or  units  which  may  be  energised  with  the  washing 
machine  switched  to  that  combination  of  motor(s)  and/or 
heatmg  unit(s)  which  gives  the  maximum  load  condition.  In 
applying  the  10  per  cent  tolerance,  the  above  ruling  to  Qause 
17  shall  apply. 


RUUNC 

No.  I 
Makch  I96i 


RUUNG 

No.  1 
Makch  1965 


PROPERTY  OF  THE 
LIBRARY  OF  CONGRESS 


STANDARDS  ASSOCIATION  OP  AUSTRALIA 

rneorp«rot»d   by   Royal   Chart., 


Amendment  No.  8 
March  1963 


X-T59 


Amdt.   No.   8 
March   1963 


AMENDMENT  No.  8 

to 

SAA  Approval  and  Test  Specification 

for  -- 

WALL  SWITCHES  ^ 

The   1947  ^^  C113-1955  Ap.)  " 

and  redated  in  195al951  t952^iid"7q??  ^F'  "^^'"^^  ^^s  amended 
and  I960,  is  further  amend^  as  follow, '  fif'^  '™'"'^^  '"  '956.  1958 
inserted  at  the  appropriate^aces.  '  '^^  ^'"^ndments  should  be 

Clanse  2,  DEFINITION.  "  ^===== 

"C^eciflCTfaOTon  1  April  1963 

Clau*  11,  INDICAITNGM^^^ ~ 

Add  the  following  further  paragraph: 

^^p!^^^  Of  arrows.^..  .„   , 

,„H-'"I?^  to  procure  the  'W'  or  'W'  nn*^-,^  °P^'^'«^  switch  «  to  m.kc„,V 
^dicat,on  of  tAe  position  of  tSe  switch  conK'""'  ''  '"  ''''P''^^' 

^"^^^-^^^•"^^l^^^^i^^^i^L^^  April  1963. 


Clwise  13,  TESTS. 

Add  tbs  following  farther  introductory  paragtanh- 

This  amendment  forms  part  of  the  sn<.rSfi«.«_ 


(ii)  Number  of  OperaHons. 

equally  over  the  -he  n^SfLJ'oJS  o°t"iS" '»  "'""^"'■^ 

Delete  the  words  "each  km  r>f 
secondtaeoHhe  last  P^^tpt  a°L=Sr."  ■•'a^^.o™^*'  '™  "« 


Amdt.   No.   g 
March   I9S3 


LIBRARY  OF  CONGRESS 


Amendment  No.  5 
STANDARDS  ASSOCIATION  OF  AUSTRALIA  ^'""^  ^^^ 

IneorporoHd  by   Royal   Ckartar 

AMENDMENT  No.  5  ^ 

SAA  Approval  and  Test  Speclficatioa 
for 

ELECTRIC  SOLDERING  IRONS     ~ 

(AS  C114— 1952  Ap.)  r 

Add  the  following  "note": 

^^NOTE.    Suitably  treated  red  fibre  is  acceptable  as  a  terminal  block 

n.B  amendment  forms  part  of  tins  spedfi^tlon  on  1  April  1963. 
NEW  CLAUSE  8A. 


Amdt.   No.   ? 
March   196} 


Add  the  following  new  clause  8A  : 

vof4eS^;iSTncIJJoSteS1nT^^^^^^  ^"^  extra-low  a„„.  ^o.  , 

with  an  electric  soldSng  deviS^.h^'ll^S  r    "^-'u'  ^'  "''^"'^^'^  f^r  "se  ^"^"  "" 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 


9ii 


Amendment  No.  2 
March  1963 

STANDARDS  ASSOCIATION  OF  AUSTRALIA 

•  l,-rpTol«l  b.  Royal  Cfcort-  A      «  ^^ 

AMENDMENT  No.  2  oS7^l5^ 

to 
SAA  Appro^  and  Test  Speclficatioii-^ 

for  

NOWVIAL  BAYONET  LAMPHOLDER  ADAPTORS 
(AS  C119— 1951  Ap.) 

The  1951  edition  of  f  C119  Ap^^^wWd^  ^^eSSS'shS'S 
in  1960.  is  further  amended  as  follows,  tne  amenu 
inserted  at  the  appropriate  places. 

Clause  4,  PROHIBITED  TYPES.  '       . 

TW,  ameodmentjorms_p«rt^f^^ 

NEW  CLAUSE  9A. 

A  Ad  a.  new  clause  9  A  as  follows: 

,a!  n^ASHING  P^^,^-^S^^",^'SZ^^TL^  S."^"' 
automatic  interruptmg  or  flashmg  .f^)^'^^^,Xand  shall  not  fail  in  any 
when  a  lamp  of  its  marked  ^f'"f/^;°/„tteyonet  cap  lamp  of  highest 
way  leading  to  fire  or  shock  h^^'f  J  J^^^^  wSg  Rules  is  inserted,  or 
^tn^nS^1-t[sTpHed°^^^^^^^^  ^^^  of  the  accessory.  . 

This  ameodmenUor^lpart^tA^^P^f^^^ 

Xpp;„di;:x^i*iE;^'si^N7^^ 

Table  A-1,  Normal  Bayonet  Lampholder  Adaptors.  ^j^  «;, 

^     A-         -^n  F   indicate  existing  dimensions  0.091  in  (2.3  mm) 
For  dimension  F.  indicate  exisiing  u  maxunum 

as  minimum  dimensions,  and  include  0.106  m  (Z.i  mm;  a:. 

dimensions. 

TUb  ameDdment  forms  part  of  tt«spedfi^ti«^«U^^pril^^^ 


PROPERTY  OF  THB 
UBKAEZ  OE  CONGEESS 


X'r5"l.^-/^153 


Amendment  No.  3 
March  1963 

STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incarporated   by   Royal   Chort«r 


AMENDMENT  No.  3 

to 

SAA  Approval  and  Test  Specification 

for 

EXTRA-LOW  VOLTAGE  TRANSFORMERS 

(AS  C126— 1958  Ap.) 

The  1958  edition  of  AS  C126  Ap.,  which  was  previously  amended 
in  1962  (twice),  is  further  amended  as  follows;  the  amendment  should 
be  inserted  at  the  appropriate  places.  __^__ 


Clause  1,  SCOPE. 

Include  the  following  "note": 
KOTF     Attention  is  drawn  to  AS  CZ9,  Minimising  of  Anaesthetic  Fire  and  Amdt.  No.  ) 
ExDlosion  Hazards  in  Hospitals,  which  includes  particular  requirements  for   Makch  1?<3 
extra-low  voltage  transformers  intended  for  use  in  hospitals. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 


Amendment  No.  1 
March  1963 
STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Ineorperated  by  Royol  ChorHr  X"  •  59 

AMENDMENT  No.  1  mS7  tF/37 

to 
SAA  Approval  and  Test  Specificatioa 

for  ;^ 

BUSWAYS 
(AS  C151— 1960  Ap.) 


The  1960  edition  of  AS  C151  Ap.  is  amended  as  follows;  the 
amendments  should  be  inserted  at  the  appropriate  places. 


Claiise  4,  CLASSIFICATION  OF  BUSWAYS 

Delete  item  (v)  from  the  second  paragraph. 
TWs  amendment  forms  part  of  the  specification  on  1  April  1963 


Delete  item  (v)  from  the  second  paragraph.  amdt.  No.  i 

March  I96i 


Osmse  12,  CONNECnONS  TO  BUSWAYS. 

Delete  the  last  paragraph  and  substitute: 
Take-off  boxes  or  plug-in  devices  intended  to  supply  circuits  rated  at  amdt.  No  i 
not  more  than  15  amperes  shall  be  provided  with  entry,  connecting  and  ma«ch 
anchorage  facilities  complying  with  A.  &  T.S.  ClOO  for  flexible  cords  of 
appropriate  rating. 

This  amendment  forms  part  of  the  specification  on  1  April  1964. 

Appendix  A-2,  APPLICATION  OF  TABLES  A-1  AND  A-2. 

Alter  the  diagrams  so  that  in  each  case  the  four  conductors  are  of  amdt.  no.  i 
the  same  size  and  shape.  ^'''''^"  ''" 

Insert  the  following  new  second  paragraph  immediately  below  the 
diagrams: 

Where  neutral  conductors  of  smaller  size  than  the  active  conductors 
are  used,  the  spacing  of  the  supports  for  the  neutral  conductor  should 
be  based  on  the  dimensions  of  the  neutral  conductor  itself. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 


PROPERTY  OF  THE 
LIBRARY  OF  CONGRESS 


i'  Amendment  No.  5 

STANDARDS  ASSOCIATION  OF  AUSTRAUA  ^""^  ^^^ 

lneonwratMl  by  Royal  Chartw  X'TSQ 

AMENDMENT  No.  5  -57^ /35 

to 
SAA  Approval  and  Test  Spedficatioa 

for  — 

VACUUM  CLEANERS 
(AS  C153— 1951  Ap.) 

in  lJ?q*  \V^\  f,''^°°,^f  ^S  C153  Ap..  which  was  oreviously  amended 
m  1959.  1961  (twice)  and  1962.  is  further  amended  as  follows  the 
amendments  should  be  inserted  at  the  appropriate  placS 

Clanse  5,  EARTHING  FACILrnES.  ~ 

Delete  the  second  and  third  lines  of  the  new  narafrranh  rAn,»„^ 
ment  No.  4.  October  i962)  and  substitute:  P^^^graph  (Amend- 

"exposed  metal  parts  shall  not  exceed  1  ohm  for  readilv  acce«!hlp  » 
rotatmg  exposed  metal  parts  and  0.1  ohm  in  all  othl?  ca'ses."  '  r/cH?,,/ 

This  amendment  fonns  part  of  tbe  specification  on  1  April  1963. 

Clause  15(d),  TESTS— Test  of  Earthing  Faculties. 

Delete  the  words  after  the  parenthesis  in  the  last  line  and  substitute- 
"and  shall  comply  with  the  requirements  of  Clause  5  herein."  amdt.  no   , 

This  amendment  fonns  part  of  the  specIficaHon  on  1  April  1963.  ^'"'"  ''" 

PROPERTY  OF  THE 
UBEAEX  OE  CONGRESS 


Amendment  No.  6 
March  1963 

STANDARDS  ASSOCIATION  OF  AUSTRALIA  X-T59 

l,con>«rot»d  by  lloyi  ChortT  .S7  ^l^U 

AMENDMENT  No.  6 
to 

SAA  Approval  and  Test  Specification   ^ 

for 

ELECTRIC  LAWNMOWERS 

(AS  C156— 1955  Ap.) 

IL'ameSSsSd^^^ 

aause  13,  EARTHING  FACILITIES. 

n.i^t^  the  last  oaragraph  and  substitute  the  foUowmg: 

metal  parts  and  0.1  ohm  in  all  other  cases. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Clause  16(c),  AUXILIARY  EQUIPMENT-TRANSFORMERS. 

.      ,  ,    .  Amdt.   No.   6 

Delete   sub-clause    (C).  March   1963 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Clause  11(d),  TESTS-EARTHING  FACILITIES. 

Delete  existing  sub-clause  and  substitute: 

(d)  Earthing  Facilities.  The  resistance  between  the  -"^ng  conuc^  amo..^no.^  . 

J  „^^vno«pH  metal  Darts  shall  be  measured  m  the  manner  specmai 
L  aa4  '2^^  aIcITO  Ap.  and  shall  comply  with  the  requ.rements 
of  Cause  13  herein. 
This  amendment  forms  part  of  the  specification  on  1  April  1963. 


PROPERTY  OF  the:  .,^ 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Ineerporatad   by   Royal   CkaHw 


Amendment  No.  5 
March  1963 


X-T59 

AMENDMENT  No.  5  .S7  ^  157 

to 
SAA  Approval  and  Test  Specification 

fof  - 

ELECTRIC  FLOOR  POLISHERS 
(AS  C157— 1956  Ap.) 


The  1956  edition  of  AS  C157  Ap.,  which  was  previously  amended 
in  1959.  1961  and  1962  (twice),  is  further  amended  as  follows;  the 
amendments  should  be  inserted  at  the  appropriate  places. 


Clause  5,  FLOOR  POLISHERS  WITH  EARTHING  FACILITIES. 

Add  the  following  further  sentence  to  the  first  paragraph: 
Where  the  earthing  facility  is  located  on  the  base  of  the  floor  polisher,  amdt.  No.  s 
earthing  continuity  from  the  base  to  the  operating  handle  or  frame  of  March  i96i 
the  upper  portion  of  the  floor  polisher  may  be  effected  through  a  hinged 
joint.  -  .,    -         ... 

Delete  the  last  paragraph  and  substitute: 

The  resistance  between  the  earthing  contact  and  any  exposed  metal 
parts  shall  not  exceed  1  ohm  for  readily  accessible  rotating  exposed 
metal  parts  and  0.1  ohm  in  all  other  cases. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Oause  7  (b),  FLEXIBLE  CORD— Protection. 

Add  the  following  to  the  last  sentence  of  the  first  paragraph: 
".  .  .  and  shall  not  be  an  integral  part  of  the  supply  flexible  cord."  amdt.  No.  j 

VIarch   ]  963 

niis  amendment  forms  part  of  the  specification  on  1  April  1963. 


PROPERTY  OF  THE 
LIBEAEY.  OF  CONGRESS 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Inearparatcd  by  Royal  Charter 


AMENDMENT  No.  3 

to 

SAA  Approval  and  Test  Specification 

for 

PORTABLE  ELECTRIC  DRILLS 

(AS  C160— 1959  Ap.) 


Amendment  No.  3 
March  1963 


X-T59 
'S7  A  m 


The  1959  edition  of  AS  C160  Ap..  which  was  previously  amended 
in  1961  and  1962.  is  further  amended  as  follows;  the  amendments 
should  be  inserted  at  the  appropriate  places. 

Clause  5(b),  FLEXIBLE  CORD— PROTECnON. 

Add  the  following  to  the  last  sentence: 
"and  shall  not  be  an  integral  part  of  the  supply  flexible  cord."  amdt.  No.  s 

March  19<) 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Clause  7,  ELECTRIC  DRILLS  WITH  EARTHING  FAaLITIES. 

Delete  the  last  paragraph  and  substitute: 

The  resistance  between  the  earthing  contact  and  any  exposed  metal  amdt.  no.  j 
parts  shall  not  exceed  1  ohm  for  readily  accessible  rotating  exposed  March  i9<j 
metal  parts  and  0.1  ohm  in  all  other  cases. 

This  amendment  forms  part  of  the  specification  on  1  April  1963. 

Clause  16  (e),  TESTS— TEST  OF  EARTHING  FAOLITIES. 

Delete  existing  sub-clause  and  substitute: 

(e)  Test  of  Earthii^  Facilities.  The  resistance  between  the  earth  pin  amdt.  No.  j 
of  the  plug  and  exposed  metal  parts  of  the  drill  shall  be  measured  in  March  i9« 
the  manner  specified  in  AS  ClOO  Ap.  (Clause  123,  Earthing  Facilities) 
and  shall  comply  wtih  the  requirements  of  Qause  7  herein. 

ITiis  amendment  forms  part  of  the  specification  on  1  April  1963. 


PROPERTY  OF  THB 

LIBEA  CONGRESS 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

■■corporatcd   by   Royal  Chartar 


Amendment  No.  ! 
March  1963 


X-T59 

AMENDMENT  No.  1  •S7^/37 

to 

SAA  Approva]  and  Test  Specification 

for  

DOMESTIC  ELECTRIC  FOOD  MIXERS 
(AS  C162— 1960  Ap.) 


The  1960  edirion  of  AS  CI  62  Ap.  is  amended  as  follows;  the 
amendments  should  be  inserted  at  the  appropriate  places. 


Clause  5,  FOOD  MIXERS  WITH  EARTHING  FACILITIES. 

Delete  the  last  paragraph  and  substitute: 
The  resistance  between  the  earthing  contact  and  any  exposed  metal  amdt.  No.  i 
parts  shall  not  exceed  1  ohm  for  readily  accessible  rotating  exposed  m^^^h  ij<3 
metal  parts  and  0.1  ohm  in  all  other  cases. 

Hits  amendment  forms  part  of  the  specification  on  1  April  1963. 

Clause  15  (e),  TESTS-TESTING  OF  EARTHING  FACILITIES. 

Delete  existing  sub-clause  and  substitute: 
(e)  Testing  of  Earthing  Faciliites.  The  resistance  between  the  earth-  amdt.  No.  i 
ing  contact  and  any  exposed  metal  parts  shall  be  measured  in  the  March  i9«3 
manner  specified  in  Cause  123  of  AS  ClOO  Ap.  and  shall  comply  with 
the  requirements  of  Clause  5  herein. 

Hiis  amendment  forms  part  of  the  specification  on  1  April  1963. 
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AMENDMENT  No.  1 

to 


f^  B91 1951,  Protective  Filters  against  Hannful  Radiations[in 

Weldii^  and  Allied  Operations 


and 


AS  B99— 1951,  Helmets,  Handshields.  Face  Masks  and  Goggles  for 

Protection   against   Harmful   Radiations  in    Welding  and 

Allied  Operations. 

The  above  standards  are  amended  as  follows;  the  amendments 
should  be  made  to  the  clauses  indicated. 


AS  B91. 
Clause  2-2,  DIMENSIONS. 

Amend  "0.078  in."  to  read  "0.050  in".  Amot.  No.  i 

ApmL   1963 

Clause  3-2,  DIMENSIONS. 

Amend  "0.078  in."  to  read  "0.050  in". 


AS  B99. 
Clause  2-4,  MOUNTING  OF  FILTERS  AND  COVER  GLASSES  amot.  No.  i 
IN  HELMETS.  ^""^  "" 

Amend  "0.128  in."  to  read  "0.100  in". 

Clause  3-4,  MOUNTING  OF  FILTER  AND  COVER  GLASSES 
IN  HANDSHIELDS. 

Amend  "0.128  in."  to  read  "0.100  in". 

Clause  4-4,  MOUNTING  OF  FILTER  AND  COVER  GLASSES 
IN  FACE  MASKS. 

In  paragraphs  1  and  2,  amend  "0.128  in."  to  read  "0.100  in". 

Clause  5-5,  MOUNTING  OF  HLTER  AND  COVER  GLASSES 
IN  EYECUP  GOGGLES. 

Amend  "0.128  in."  to  read  "0.100  in". 
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AS  CA33— 1962 

CODE  OF  RECOMMENDED  PRACTICE 

FOR  CONCRETE  PIPE  LAYING  DESIGN 

In  Fig.  1  the  curves  are  incorrectly  designated.  Reading  from 
top  to  bottom  the  curves  should  be  designated  in  the  sequence-- 

Curve  A,  Curve  B,  Curve  C,  Curve  D  and  Curve  E. 

The  designation  in  the  legend  remains  unaltered. 
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INTRODUCTION 


This  specification,  prepared  by  Committee  EL/3,  Electric  Wires  and 
Cables,  was  approved  on  behalf  of  the  Council  of  the  Standards  Asso- 
ciation of  Australia  on  23  September  1964. 

It  is  one  of  a  supplementary  series  of  approval  and  test  specifica- 
lons  issued  under  Part  II  of  the  SAA  Wiring  Rules.  The  purpose  of 
the  relatively  brief  specifications  in  this  supplementary  series  is  to  deal 
with  materials  and  equipment  for  which  no  full  individual  approval 
and  test  specification  is  yet  available  but  for  which  some  requirements 
are  necessary  for  the  purpose  of  the  SAA  Wiring  Rules.  These  sud- 
plementary  specifications  are  of  an  interim  nature  and  will  in  due 
course  be  expanded  and  issued  as  full  approval  and  test  specifications. 

->«  Fi!fn  sPf'^'fication  is  based  on  the  Canadian  Standard  C22  2  No 
A~lu  'a  Sf  "'^'"'^"2?  and  Test  of  All-Asbestos,  Asbestos- Varnished- 
r^o  ^"u  Asbestos-TTiermoplastic  Insulated  Wires  and  Cables,  Type 
vCh  ,  ,  Canadian  Standard  has  been  modified  to  follow  well  estab- 
t.Z  i^l^'^'^l"^',  '"  ^o"?e.'-«Pects.  In  particular,  provision  has  been 
made  for  the  outer  layer  of  insulation  to  be  of  either  glass  or  asbestos 

Cabr:„1"^^exSe'  c'^L^'''   ^'■'   ^^^^^^^^^^^  Fibrous-insulated 

The  specification  is  to  be  read  in  conjunction  with  AS  ClOO  An 
Definitions  and    General    Requirements   for    Electrical    Materials   and 
Equipment,   and   requires   reference  to  AS  C147  Ap     PVC-insuIafed 
Cables  and  Flexible  Cords.  CI  58  Ap.,  and  C347    PVC  Insula tTon  of 
Electric  Cables  and  Flexible  Cords.  Insulation  of 
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AMENDMENT  No.  1 

to      ^ 

AS  K5S— 1960 

METHODS  FOR  TESTING  ZINC  COATING  ON  HOT  DIP 

GALVANISED  ARTICLES 


PART  n  WIRES 

Page  8.  Clause  2-1,  SCOPE  OF  PART. 

Delete  "including  feticing  wire,  wire  for  the  manufacture  of  barbed      *"°'»'- 
wire,  and  on  wire  netting  and  manufactured  barbed  wire."  ^^ 

— 19«4 

Page  8.  SELECnON  AND  PREPARATION  OF  SAMPLES. 

Delete  "SAMPLES"  and  substitute  "TEST  SPEaMENS". 


Page  8.  Clause  2-2,  FENCING  WIRE,  WIRE  FOR  FABRICATED 
PRODUCTS  (INCLUDING  BARBED  WIRE). 

Delete  clause  title  and  substitute:  "WIRE,  OTHER  THAN  WIRE 
NETTING  AND  MANUFACTURED  BARBED  WIRE". 

Clause  2-2  (a),  SAMPLING. 

Delete  "For  other  than  manufactured  barbed  wire  and  wire  net- 
tmg  .  .  ." 


Page  11.  Clause  2-6  (b),  PROCEDURE. 

Delete  the  following  from  first  paragraph: 

"namely: 

^.5.  No. 

N.l,  Galvanised  (Zinc-coated)  Steel  Fencing  Wire 

N.2,  Galvanised  (Zinc-coated)  Hexagonal  Mesh  Steel  Wire  Netting 

N.3,  Galvanised  (Zinc-coated)  Wire  for  the  Manufacture  of  Barbed 

Wire 
B.S. 

182-4    Galvanised  Iron  and  Steel  Wire  for  Telegraph  and  Telephone 

Purposes 
443    Testing  of  Zinc  Coating  on  Galvanised  Wires". 

Delete  last  paragraph  on  page  11  and  substitute: 

"Not  more  than  the  following  number  of  specimens  shall  be  immersed 
m  the  solution  at  the  one  time: 

Wires  3  specimens 

Wire  netting  1  specimen 

The  wires  shall  not  touch  each  other." 


Amdt. 
No.  1 

Oct. 

1964 


Amot. 
No.  1 
Oct. 
1964 


Amdt. 
No.  1 
Oct. 
19<4 
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AUSTRALIAN  STANDARD  B205— 1964 

GRAPHICAL  SYMBOLS  FOR  USE  IN  DIAGRAMS 

FOR  FLUID  POWER  TRANSMISSION  AIVD  CONTROL  SYSTEMS 

(endorsement  of  B.S.  2917:1957) 

British  Standard  2917:1957  has  been  endorsed  as  an  Australian  stan- 
dard subject  to  Australian  amendment.  The  accompanying  endorsement 
slip  is  for  attachment  to  the  front  cover  of  B.S.2917,  the  following  text 
is  for  insertion  on  the  back  of  the  title  page,  and  the  amendments  are 
for  insertion  at  the  pages  indicated. 

A  proposed  standard  for  graphical  symbols  for  fluid  power  systems 
formed  portion  of  submissions  made  by  the  Institution  of  Automotive 
and  Aeronautical  Engineers  to  the  Standards  AssociaUon  of  Australia 
for  promulgation  of  standards  relating  to  pneumatic  and  hydraulic 
power  transmission  and  control  systems  for  industrial  equipment. 

The  references  to  pneumatic  and  hydraulic  graphical  symbols  were 
coordinated  as  proposed  standard  symbols  for  fluid  power  systems 
genera  ly.  and  were  issued  by  SAA  for  public  review  as  Doc  731  The 
syrnbols  so  submitted  were  drawn  from  JIC  Standards  for  Hydraulic 
and  Pneumatic  Systems  but  were  in  fact  closely  in  line  with  British 
Standard  2917:1957  and  the  American  Standard  ¥32.10—1958. 

From  the  distribution  of  Doc.  731.  it  emerged  that  major  develop- 
ments are  taking  place  at  the  international  level  in  relation  to  drawing 
practice  for  fluid  power  systems,  particularly  through  ISO/TC10/SC2 
which  are  likely  to  lead  to  internationally  agreed  symbols  containing 
important  innovations  in  comparison  with  present  standards. 

On  the  other  hand,  emphasis  has  been  placed  on  an  existing  need 
for  an  Australian  standard  for  graphical  symbols  for  fluid  power 
diagrams,  especially  for  educational  purposes.  Because  the  lAAE  sub- 
missions were  in  fact  substantially  identical  with  B.S  2917- 1957  both 
relating  back  to  JIC  standards,  it  appeared  that  the  spirit  of'  these 
submissions  would  be  met  by  endorsement  of  B.S.2917  as  an  Aus- 
tralian standard.  Consequently,  this  endorsement  is  being  promulgated 
in  the  belief  that  it  will  serve  a  useful  purpose  in  an  interim  period 
but  also  on  the  understanding  that  it  will  be  reviewed  when  an  inter- 
national  recommended   practice  is  established. 

In  the  use  of  the  standard,  reference  may  be  made  to  associated 
standards,  as  follows: 

AS  B204— 1964,  Glossary  of  Terms  for  Fluid  Power  Transmission 

and  Control  Systems. 
AS  B203— 1964.  Specification  for  Pneumatic  Systems  for  Industrial 

Equipment. 
AS  B211—        ,  Specification  for  Hydraulic  Systems  for  Industrial 

Equipment  (in  course  of  preparation). 


i^r   ^  6  ctJ^'^t^in^ ^ 


AM- 


/. 


/  0  .9 

STANDARDS  ASSOCIATION  OF  AUSTRALIA 

(laeerperatcd   by   Rpyol   CharfwJ 


AMENDMENT  No.  5 

to 

SAA  Approval  and  Test  Specificatkm 

for 

ELECTRIC  FUSES 

"  (AS  C135— 1958  Ap.) 


ICOR 


Amendment  No.  5 
December  1964 


'    1965 


The  1958  edition  of  AS  CI  35  Ap.  which  was  previously  amended  in 
1959,  1960,  1961  and  1962  is  further  amended  as  follows;  the  amend- 
ment's should  be  inserted  at  the  appropriate  places. 


Table  1,  Categories  of  Duty. 

In  the  third  column  of  Table  1,  alter  the  power  factor  for  ACl  fuses 

from  0.6  to  0.75. 

This  amendment  forms  part  of  the  specification  on  1  January  1966. 

Clause  12  (a).  Required  Marking. 

Add  a  new  item  (vii): 

(vii)  The  letter  "U"  for  a.c.  semi-enclosed  and  rewirable  cartridge 

fuses  which  are  intended  for  mounting  immediately  adjacent  to 

each  other  when  connected  to  different  polarity  or  phase.  (See 

Qause  13(e)(i)). 

This  amendment  forms  part  of  tlie  specification  on  1  January  1966. 

Clause  12  (b),  Locati(Mi  of  Marks. 

Add  z  new  paragraph: 

For  item  (vii)  the  marking  of  the  letter  "U"  shall  be  made  on  the 
fuse  base  and  shall  be  so  located  as  to  be  visible  when  the  base  is 
mounted  in  position  and  the  fuse  carrier  is  removed. 
TTiis  amendment  forms  part  of  tlie  specification  on  1  January  1966. 

Cbuse  13  (e).  Tests  fwr  Duty.  , 

Item  (i)  Preparation  of  Fuses  for  Test  for  Duty.  .  ,, 

Delete  existing  item  (i)  and  Fig.  1  and  substitute: 

(i)  Preparation  of  Fuses  for  Test  for  Duty.  Fuses  that  may  be  used 
in  service  in  unlined  metal  cases  shall  be  tested  in  bare  metal 
cases,  having  clearance  from  the  fuse  parts  not  greater  than 
the  minimum  clearance  to  be  used  in  service. 


Amdt. 
No.  5 
Die. 
1964 


Amdt. 
No.  5 
Dec. 

\964 


Amdt. 
No.  J 

Dec. 

1964 


Amdt. 
No.  5 

Dec. 

1964 


h 


AJ-^J-n    C^ky'*^  cU^^  Amendment  No.  1 

^^  December  1964 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

lucenperafad   by   Royal  Charfar 


2-MAR 


AMENDMENT  No.  1 

to 

AS  K125— 1963 

POLYETHYLENE  (POLYTHENE)  PIPE  EXTRUSION 

COMPOUNDS 

Cfauise  2,  COMPOSITION. 

Delete  existing  sub-clause  (ii)  and  substitute: 

(ii)  2.5  ±  0.5  per  cent  by  weight  of  carbon  black  when  the  com-  amdt. 
pound  is  tested  by  Method  405A  of  AS  K94.  The  carbon  black  No.  i 
shall  be  of  a  type  complying  with  the  following:  f/F: 

Density— 1  5-2.0  g/ml  "" 

Maximum  volatile  matter — 9.0  per  cent 
Average  particle  size — 0.010-0.025  micron 
Benzene  extract — Not  more  than  0.10  per  cent  when  deter- 
mined by  the  method  given  in  Appendix  C. 


^ 


X  'TSJ 


AUSTRALIAN  STANDARD  L39-1964 


(UDC    677.01:531.717) 


DETERMINATION  OF 
WIDTH  OF  WOVEN  TEXTILE  FABRICS 


Incorporaitd  by 
fioyo/  Charter 


PUBLISHED    BY    THE    STANDARDS    ASSOCIATION 
OF  AUSTRALIA,  157  GLOUCESTER  STREET,  SYDNEY 

(COPYRIGHT) 


AUSTRALIAN  STANDARD  L40-1964 

(UDC    677.01:531.717) 


[ 


2-MAR^2 
Copy 196S 


DETERMINATION  OF 

THICKNESS  OF  WOVEN  AND  KNIHED 

TEXTILE  FABRICS 


Incorporated    by 
Hoyal   Charitr 


PUBLISHED    BY    THE    STANDARDS    ASSOCIATION 
OF  AUSTRALIA,  157  GLOUCESTER  STRiET,^SYDNEY 


.S7 


AUSTRALIAN  STANDARD  L23-1964 


(UDC   677.01:531.75) 


DETERMINATION  OF 

WEIGHT  PER  UNIT  LENGTH 

AND  WEIGHT  PER  UNIT  AREA 

OF  WOVEN   TEXTILE   FABRICS 


y 


Incorporated  by 
Rovol  Charier 


PUBLISHED    BY    THE    STANDARDS     ASSOCIATION 
OF  AUSTRALIA,  157  GLOUCESTER  STREET,  SYDNEY 

(COPYRIGHT) 


X  -151 


AUSTRALIAN   STANDARD   LIS,   P«rt   XV-1964 


METHODS 

FOR  DETERMINING  THE 

COLOUR  FASTNESS  OF  TEXTILES 


PART  XV,  COLOUR  FASTNESS  TO  WASHING 


,'       „,^  ./     '  PUBLISHED  BY  THE  STANDARDS  ASSOCIATION  OF  AUSTRALIA 
Rova/  CAorteV  157  GLOUCESTER  STREET,  SYDNEY  (Copyright) 


L. 


nf 


:,cy..t^-Ccy 


AS  C122-1964  Ap. 

(UDC   621.312:621.316^1) 


'    \) 


c 


c 
c 


I  Cc 


Capy ,  I96S 


SAA 
Approval    and    Test    Specification 

for 
PLUG    SOCKET    ADAPTORS 


.,„..„ .      PUBLISHED    BY    THE    STANDARDS    ASSOCIATION 

/„co,po„rt«/  6  OF  AUSTRALIA,  157  GLOUCESTER  STREET,  SYDNEY 

fioyo/  CAor*.r  (COPYRIGHT) 


r  t        <* 


(.'■   '^ 


0     ^- 


AS  CI 42  -  1964  Ap. 

(UDC    621.312:621.365:683.97) 


x-r  5<f 

.^7 


[cc 


<^  SAA 

Approval    and    Test   Specification 

for 
ELECTRIC    WATER    HEATERS 


\  c 

c 


Incorporated  by 
Royal  Charier 


PUBLISHED    BY    THE    STANDARDS    ASSOCIATION 
OF  AUSTRALIA,  157  GLOUCESTER  STREET,  SYDNEY 

(COPYRIGHT) 


SINTERED  CARBIDE  INSERTS 


FOR  CUTTING  TOOLS 


ficerperafarf  by 
Rero/  CkaHmr     STANDARDS    ASSOCIATION    OP    AUSTRALIA 


TECHNICAL   PHENOTHIAZINE 

FOR    USE  AS  AN  ANTHELMINTIC 


IncerporkCed  by 
Royal  Chartw    STANDARDS  ASSOCIATION  OF  AUSTRALIA 


c 


AUSTRALIAN     STANDARD     01  — 1964 

/  (UDCaOI.4:i74) 


2-MARii3 
Cupy  _ — I 


TERMS   USED  IN 
TIMBER  STANDARDS 


liicorporcif#cf  liy 
R»y0ick0rftr      STANDARDS    ASSOCIATION    OF    AUSTRALIA 


AUSTRALIAN  STANDARD  L15,  Part  XVI-1964 


Copy 


METHODS 

FOR  DETERMINING  THE 

COLOUR  FASTNESS  OF  TEXTILES 


PART  XVI,  COLOUR  FASTNESS  TO  DRY  CLEANING 


Incorporate  by       PUBLISHED  BY  THE  STANDARDS  ASSOCIATION  OF  AUSTRALIA 
Royal  Charter  157  GLOUCESTER  STREET,  SYDNEY  (Copyright) 


AUSTRALIAN   STANDARD  C323-I96S 

(UOC  «U.»7:«2IJU.4t«2l.3l«.»l) 


THERMOSTATS 

AND  OVER-TEMPERATURE 

PROTECTIVE  DEVICES 

FOR  AUTOMATIC  ELECTRIC  STORAGE  WATER  HEATERS 


l^^nt'     STANDARDS  ASSOCIATION  OF  AUSTRALIA 


f 


■■ 


HBife 


UNIVERSAL  YARN  COUNT  SYSTEM 
(TEX  SYSTEM) 


lacorperofed  by 

Ifypl  Ckortmr      STANDARDS   ASSOCIATION    OP  AUSTRALIA 


AUSTRALIAN     STANDARD     CK10.1965 

^  (UDC  (20.in:U*.5) 


FORMATION  OF  IRIDESCENT 

CHROMATE  PASSIVATION  FILMS 

ON  ZINC 


faeerperafarf  by      _ 

Roya/  Ckortar      STANDARDS   ASSOCIATION    OF   AUSTRALIA 


(10  GALUONS  CAPACITY  AND  UPWARDS) 


incorporaud  bf      STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Roycl  Chartmr 


r:''y\rf'T^.-'''.i  v^--"'  ■■  ■trJRv.v  ■.i".-  *■■"■'«'%>,:•■* '-?ri^:?fcii.»A,r^-r-'"*fr^^?t?(iJfr-'  -  -  ■  <<.t-?  '■  .'r'-f-i". 


AUSTRALIAN      STANDARD      CA41  ~ 


1965 


(UDC  666.97.033:621.643.2) 


THE  CEMENT  MORTAR  LINING 
OF  STEEL  PIPES  AND   FITTINGS 


iHcorporattd  by 
Koyal  Ckaii»t 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 


\ 


AUSTRALIAN     STANDARD    CCS— 1965 


f^ 


(UOC  «l«.4tl.l:  tll.7*I.Tt) 


PREVENTION  OF  ELECTRIC  SHOCK 
TO  ARC  WELDERS 


'rXS'S^/    standards  association  of  AUSTRALIA 


Rojrof  Charttr 


WCX)DEN   CONTArNERS  FOR 
BULK   DECIDUOUS  FRUIT 


Incorporatt^  bf 
Horal  Ckartar 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 


• 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 


AUSTRALIAN     STANDARD     Kl,     PART     22 

(UDC  669.1:543:546.73) 


1965 


METHODS  FOR  THE  ANALYSIS 
OF  IRON  AND  STEEL 


Part   22 
COBALT    IN    IRON    AND   STEEL 

(Photometric  Method  for  Trace  Amounts) 


Ineorporattd  by 
Royal  Charttr 


PUBLISHED    BY    THE    STANDARDS    ASSOCIATION 
OF  AUSTRALIA,  157  GLOUCESTER  STREET,  SYDNEY 

(COPYRIOHT) 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Ineerperoted  by   Royal  Charter 


Amendment  No.  5 
May  1965 


AMENDMENT  No.  5 

to 

AS  CA16— 1962 

AUTOMATIC  SPRINKLER  INSTALLATIONS 


Page  49.  SRllO. 

Delete  existing  Supplementary  Regulation  110  and  substitute: 

17(e)  110  Welded  Joints  may  be  used  in  pipes  of  aU  sizes,  but  no 
oxy-acetylene  or  electric  arc  cutting  and/or  welding 
operations  shall  be  carried  on  in  connection  therewith 
in  any  risk  in  which  the  automatic  sprinkler  system  is 
being  installed,  extended,  altered,  or  repaired,  unless 
the  provisions  of  Australian  Standard  CB19 — 1963, 
Australian  Standard  Rules  for  Fire  Precautions  in  Arc 
or  Flame  Cutting  and  Arc  or  Gas  Welding  Operations, 
published  by  the  Standards  Association  of  Australia 
(together  with  any  subsequent  amendment  thereto)  are 
duly  observed. 


Amdt. 

No.  5 
May 
196; 


Page  50.  SR103. 

Delete  existing  Supplementary  Regulation  103  and  substitute: 
103       Electrical  Installations. 


Sprinkler  pipes  shall  not  be  used  as  a  means  of 
earthing  the  exposed  metal  of  an  electrical  installa- 
tion or  even  as  a  link  in  the  earthing  system  of  an 
installation.  They  may,  however,  be  bonded  to  the 
earthing  system  of  the  electrical  installation,  provided 
such  bonding  is  made  in  accordance  with  the  pro- 
visions of  the  Electrical  Wiring  Rules  of  the  Stan- 
dards Association  of  Australia.  AS  CCl  SAA  Wiring 
Rules  Part  1  (except  that  in  Victoria  the  Wiring 
Regulations  of  the  State  Electricity  Commission  of 
Victoria  shall  apply),  and  is  made  in  an  accessible 
position,  as  close  as  practicable  to  the  origin  of  the 
sprinkler  system  and  to  the  main  switchboard  of  the 
electrical  installation. 


Page  46.  SR108.1.  Add  "Zoological  Gardens"  to  list. 


Page  51.  SRIOS.  Add  "Fire  Fog"  and  "Viking"  systems  to  list. 


Amdt. 

No.  5 
May 
19£5 


Amdt. 
No.  J 
Mat 
19<5 


June  1965 


STANOARK  ASSOCIATION  OF  AUSTRALIA 

■■eerp«rst«4  by  Royal  Ckartar 


CORRIGENDUM 

to 

AS  CCS— 1965 


PREVENTION  OF  ELECTRIC  SHOCK 
TO  ARC  WELDERS 


Page  18.     Delete    Fig.  Bl    and  substitute: 


Machine  I 


"^       Work  /~ 

(a)  Correct  Connection 


Machine  2 


Machine  I 


Machine  2 


(b)  Unsafe  Condition 

NOTE  :  Supply  connections  1  and  2  are  either  active  and  neutral  respectively 
of  a  single-phase  supply,  or  two  phases  of  a  three-phase  supply,  depending  on  the 
voltage  for  which  the  machines  are  designed. 

Fig.  Bl.     TWO-WIRE  A.C.  SUPPLY 


Amendment  No.  1 
June  1965 
STANDARDS  ASSOCIATION  OF  AUSTRAUA 

tflcorporatad   by  Rayol  Ckarfer 


*  AUSTRALIAN  AMENDMENT  No.  1 

to 

AS  Z23— 1965 

GLOSSARY  OF  TERMS  RELATING  TO  THE  PERFORMANCE 

OF  MEASURING  INSTRUMENTS 


Term  103     Replace  with  new  definition  as  fdlows:  ^^^ 

(Page  12)  Recording  instrument.  A  measuring  instrument  in  which  the^"°|" 
values  of  the  measured  quantity  are  recorded  on  a  chart  or  j^ne 
other  suitable  medium.  19*5 


Term  201     Amend  Note  to  read  as  follows: 

AUST. 

(Page  12)     Calibration  provides,  typically,  a  chart  giving  the  values  of  the^""' 

measured  quantities   in   terms  of  the  established  scale  of  the  j^m. 

~  instrument.  i96s 

.  AusT. 

Term  302     Replace  the  title  of  this  term  by  "Sensitiveness"  and  delete  the*^""! 
(Page  13)     first  sentence  of  the  definition.  June 

196? 


AusT. 

Term  303     Add  the  term  "Response  Time"  as  an  alternative.  ^"°^ 

No.  1 
(Page  13)  June 
196T 

AuST. 

Term  308     Add  further  permissible  title  of  "Accuracy  Class"  below  existing  ^'"dt 
(Page  13)     title.  ^";,l 

1965 


/Vl'Ai 


um 


Amendment  No.  1 
STANDARDS  ASSOCIATION  OF  AUSTRALIA  ^"°*  ^^^^ 

l»eorpcra>»d  by  Royal  Cbortw 


AMENDMENT  No.  1 

to 

SAA  bterim  350 

MINIMUM  DESIGN  LOADS  ON  BUILDINGS 


Page  5.  TABLE  1,  WEIGHTS  OF  MATERIALS. 

Amot 

Under  "ROOFS",  delete  existing  weight  (18  lb  per  sq  ft)  for  concrete      ^°- ' 
tiles  and  substitute  "11  lb  per  sq  ft"  J'"'^ 


• 


fVl;n" 


.u^t 


STANDARDS  ASSOCIATION  OF  AUSTRALIA 

Incorporated   by   Royal   Charter 


June  1965 


CORRIGENDUM 

to 

SAA  Approval  and  Test  Specification 

for 

DOMESTIC  ELECTRIC  WASHING  MACHINES 

(AS  C163— 1960  Ap.) 


Clause  18,  TESTS. 

In  accordance  with  Amendment  No.  4,  April,  1965.  a  new  sub- 
clause (m).  Test  of  Automatic  Safeguard,  was  added.  This  is  to  be 
corrected  to  read  sub-clause  (n) 


/I 


V  f^^-^ 

,>''^ 


June  1965 
STANDARDS  ASSOCIATION  OF  AUSTRALIA  :^  ^Ol5 

liiesrperatsd   by   Royal   Charter 


CORRIGENDUM 

to 

SAA  Approval  and  Test  Specification 

for 

BUSWAYS 

(AS  C151— 1960  Ap.) 


Clause  14(d)  Testing— Temperature  During  Normal  Operation. 

Delete  first  two  lines  of  fifth  paragraph  and  substitute: 

In   respect  of  the  busbars,  the  maximum  temperature  shall   not 
exceed  75°C  when  referred  to  an  ambient  temperature  of  25°C. 


f\P[lr\\U^i^rl 


Endorsemenf  June    1965 

■RITISH   STANDARD  919  :  PART  4:1944  ^^^ 

is    endorsed    as 

AUSTRALIAN  STANDARD 
P      B121.  Part  4-1965 

without    Australian    onnendment 


This  endorsement  was  recommended  by  Committee  ME/IO/S, 
Screw  Threads,  and  was  approved  on  behalf  of  the  Council 
of  the    Association    on   28  June    1965. 


STANDARDS     ASSOCIATION     OF     AUSTRALIA 
Science   House,   157   Gloucester  Street,   Sydaey 


1^1  A 


c.<- 


^r-^ 


Endorsement  J""«    "'^ 

■RITISH    STANDARD   545  :  194»  ^fj^Z)^ 

is    endorsed    as 

AUSTRALIAN  STANDARD 
B62-1965 

without   Australian    amendment 


This  endorsement  supersedes  AS  B62.I936  which  was  B.S  545  : 
1934  endorsed.  It  was  recommended  by  Committee  ^^c/li, 
Gears  and  Splines,  and  was  approved  on  behalf  of  the  Council 
of  the  Association  on  28  June    1965. 

STANDARDS     ASSOCIATION     OF     AUSTRALIA 
Science   Houie.  157  GloHcester  Street,  Sydney 


(V^fA 


r^^^<^ 


X-  -rs9 

,-S7 

Endorsement  June   1945 

■RITISH    STANDARD    2643:1955       J^'T-U 
Is    endorsed    as 

AUSTRALIAN  STANDARD 
Z23-1965 

subject  tc  Australien  Amendment   No.    I 

This  endorsement  was  recommended  by  Committee  ME/9/L. 
Metrology,  and  was  approved  on  behalf  of  the  Council  of 
the  Association  on   28  June    1965. 


STANDARDS     ASSOCIATION     OP     AUSTRALIA 
Sci*iie0  Hens*,   157  Gloucester  Street,  Sydaey 


AUSTRALIAN     STANDARD     Kl-     PA 

**  (UDC   669.1  :S43:546.73) 


RT    21     -     1965 


V 


Z-  APRa  0 

Copy  — 196§^ 


METHODS  FOR  THE  ANALYSIS 
OF  IRON  AND  STEEL 


Part    21 
COBALT    IN    IRON    AND    STEEL 

(Photometric  Method) 


Incorporated    by 
Aoyof  Charin 


.-..„>    Qv    THP    STANDARDS    ASSOCIATION 


Amen 
STANDARDS  ASSOCIATION  OF  AUSTRALIA 

lnMrporated  by  Royal  Chortar 


AUSTRALIAN  AMENDMENT  No.  1 

to 

AS  B47— 1958 

PARALLEL  SCREW  THREADS  OF  WHITWORTH  FORM 


Insert  the  following  in  prominent  position  in  standard: 

OBSOLESCENT  SCREW  THREADS 

The  change  to  ISO  Screw  Threads  is  progressing  rapidly  throughoi 
the  world  and  the  Standards  Association  of  Australia  oMisiders 
necessary  to  insert  a  relevant  note  in  each  standard  which  specifii 
obsolescent  screw  threads. 

The  British  Standards  Institution  issued  an  Amendment  No  3  i 
B.S.  84  (PD  5902)  in  August  1966,  in  which  strong  recommendatioi 
for  the  use  of  ISO  Screw  Threads  are  made. 

The  SAA  wishes  to  emphasize  that  screw  threads  specified  in  th 
standard  are  obsolescent  and  should  not  be  used  for  new  or  revise 
designs.  Wherever  possible  ISO  Screw  Threads  should  be  used. 

Pnc^r^"^  Committee  on  Screw  Threads  realizes,  however,  that  BS^ 
and  BSF  threads  are  still  very  widely  used  and  that  their  use  can  b 
expected  to  dimmish  only  gradually  during  the  transition  period  thj 
may  occupy  ten  years  or  so.  Accordingly,  this  standard  will  be  neede 
throughout  the  transition  period. 

Li  due  course,  when  these  threads  become  obsolete,  the  standar 
will  be  withdrawn. 


Amendment  No.  1 
May  1967 

STANDARDS  ASSOCIATION  OF  AUSTRALIA  ^   -  t-Tf 

I     2 -SEP- 6      '^f-^H 

AUSTRALIAN  AMENDMENT  []gJyO_  2957  I 

to  J 

AS  B80— 1%7 
DIAL  GAUGES  FOR  LINEAR  MEASUREMENT 


Page  5.  TWe. 

Add  an  asterisk  (*)  to  the  word  "measurement"  in  the  heading,  and  the     au.. 

following  footnote  at  the  bottom  of  the  page: 

*  For  lever-type  dial  test  indicators  see  AS  B166. 


Page  6.  Discrimination. 

Substitute  "Sensitiveness"  for  ■•Discrimination' 

Delete  "The  sensitiveness  of  an  instrument". 


Page  9.  Clause  10c.  Discrimination. 
Substitute  "Sensitiveness-  for  "Discrimination 


Page  10.  3rd  line  from  top. 

Substitute  "Sensitiveness"  for  "Discrimination" 


Page  13.  Fig.  5. 

Substitute  the  attached  figure  for  existing  figure. 


Page  14.  B2,  DiscrioiinatioB. 

Substitute  "Sensitiveness"  for  "Discrimination". 


No.  1 
May 
1967 


AUST. 

Amdt 

No.  1 
May 
1967 

AUST. 

Amdt 
No.  1 
May 
1967 

AUST. 

Amdt 
No.  1 
May 

1967 


AUST. 

Amdt 
No.  1 
May 
1967 


■^ 


^eccdc^ 


2  -JUL2  4  .rv 


Copy  ..Oi     jggAii lendment  No.  1 
SfANDARDS  ASSOCIATION  OF  AUSTRALIA ^'""^  ^^^^ 

««»rp«r«««i  by  l*yal  Ckortw  it  "^  15 

AMENDMENT  No.  1 

to 

AS  C347— 1964 

PVC  INSULATION  OF  ELECTRIC  CABLES   AND 

FLEXIBLE  CORDS 


Page  5.  Clause  4,  Description. 

i  ^  In  1st  paragraph,  delete  the  last  sentence  and  substitute: 

Type.  V-1Q5, is, intended  for  the  insulation  of  wiring  within  apparatus 
where  not  exposed  to  mechanical  damage,  for  continuous  operation  at  a 
maxnnum  temperature  of  85°C  and  intermittent  operation  at  a  maxi- 
mum temperature  of  105°C. 


Page  5.  Oause  7,  Loss  of  We«ht. 

Delete  existing  clause  and  substitute: 

7  LOSS  OF  \^IGHT.  The  mean  loss  of  weight  due  to  ageing,  when 
determined  by  the  appropnate  method  described  in  Appendix  D.  shall 
be  ei  her  less  than  2.5  per  cent  of  the  original  weight  or  less  than 
2  miihgrammes  per  square  centimetre  of  exposed  surface  of  the 
specimen  or  specimens  of  insulation. 


Page  7.  Clause  8,  l^ennal  Deformation. 

Delete  existing  clause  and  substitute: 

n^^^^^f  DEFORMATION.  The  reduction  in  insulation  thick- 
ness due  to  deformation  under  mechanical  loads  at  elevated  tempera- 
ture when  detennined  in  the  manner  described  in  AppendiTE 
shall  not  exceed  40  per  cent.  Ft~"wiA   l^. 


Amdt 

No.  1 

March 

19f7 


Amdt 

No.  1 

Makch 

1967 


Amdt 

No.  1 

Makch 

1967 


Page  7.  Clause  12,  Flame  Resistance  Test 

In  the  heading  of  this  clause  delete  "(Flame-resistant  Insulation      amdt 

"^y>  •  No.1 

rea^  '^LuSion"  °^  "***  ^^^^  ""'""'^  "Flame-resistant  insulation"  to     ^i" 

Price:  20c 


J 


STANDARDS  ASSOCIATIOI 


.57 
^endmeat  No.  2 
Januaty  1967 


-■^a 


laearpwoiad  by  Royal  C>art«r 


4^l(i2 


AMENDMENT  No.  2 

to 

AS  CA20— 196* 

THE  ERECTION  AND  FIXING  OF  FIBROUS 

PLASTER  PRODUCTS 


Page  16.  Role  15,  Fixing  of  Saieetfaig. 

Delete  existing  preamble  and  Rule  15(a)  (see  Amendment  No.  1.  May 
1964)  and  substitute: 

15.  FIXING  OF  WALL  SHEETS.  Wall  sheets  shall  bear  not  less  than 
1  mch  on  the  top  plate,  and  bear  adequately  on  the  bottom  plate  or 
on  a  nogging  provided  for  this  purpose.  The  sheets  shall  be  securely 
fix^  in  position  either  by  clouting  in  accordance  with  clause  (a)  below, 
or  by  bonding  with  adhesive  in  accordance  with  clause  (b)  below: 

(a)  Fixing  of  Wall  Sheets  by  Ooutfaig.  Where  wall  sheets  are  fixed 
by  cloutmg  to  studs  and/or  battens  the  clouts  shaU  be  spaced  as  follows: 

(i)  In  the  body  of  the  sheets  at  all  bearings  oa  battens,  studs,  or 
Hoggings— with  clouts  at  not  more  than  21 -inch  centres. 

(ii)  Along  the  edges  of  sheets  at  vertical  angles  required  to  be  stopped 
m  accordance  with  Rule  14.  and  along  the  edges  of  sheets  which 
are  to  be  flush-jointed— with  clouts  spaced  at  not  more  than  6-inch 
centres. 

NOTE:   Mouldings  are  sometimes  used  in  lieu  of  stopping. 

(b)  Fixing  of  WaU  Slieets  with  Adhesive.  Where  wall  sheets  are 
tixed  by  bondmg  to  studs  or  solid  backgrounds  with  adhesive,  the  studs 
and  backgrounds  shall  be  free  from  dust.  dirt,  oil  and  other  matter 
liable  to  mhibit  the  bond  between  the  sheets  and  the  studding  or  other 
background.  Solid  backgrounds  shall  be  substantially  even,  smooth  and 
free  from  any  protrusions  liable  to  adversely  affect  the  fixing  of  the 
sheets. 
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GENERAL  CONDITIONS  OF  CONTRACT  FOR 
CrVIL  ENGINEERING  WORKS 
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Page  7.  Clause  4,  Security. 

Delete  existing  items  (a)  to  (e)  and  substitute: 

(a)  When  the  Contract  Price  is  $2,000  or  less— nil. 

(b)  When  the  Contract  Price  exceeds  $2,000  but  does  not  exceed  $50,000— ten 
per  cent  of  the  Contract  Price. 

(c)  When  the  Contract  Price  exceeds  $50,000  but  does  not  exceed  $200,000— the 
sum  of  $5,000  plus  five  per  cent  of  the  amount  of  the  Contract  Price  in  excess 
of  $50,000. 

id)  When  the  Contract  Price  exceeds  $200,000  but  does  not  exceed  $500.000— the 
sum  of  $12,500  plus  four  per  cent  of  the  amount  of  the  Contract  Price  in 
excess  of  $200,000. 

(e)  When  the  Contract  Price  exceeds  $500,000— the  sum  of  $24,500  plus  two  and 
one  half  per  cent  of  the  amount  of  the  Contract  Price  in  excess  of  $500,000. 


Amdt 

No.  1 
June 
1967 


1967 


Page  16.  Clause  22.1,  Control  by  and  Decisions  of  tlie  Engineer. 

Add  on  page  17,  line  19,  after  the  word  "Contract": 

" ,   provided   that,   unless  the   Contractor  so   notifies  and   requires  within  two  amdt 

months  after  the  date  on  which  such  order,  instruction,  direction,  determination  No.  i 

or  approval  was  given,  he  shall  not  be  entitled  to  have  the  said  matter  referred  '"""^ 
to  arbitration." 


Page  21.  Clause  31.3,  Covering  Up  of  Woris. 

Delete  existing  text  and  substitute: 

Covering  Up  of  Work.  The  Contractor  shall  at  all  times  allow  the  Engineer  to 
inspect  and  measure  any  part  of  the  Works.  No  part  of  the  Works  shall  have 
further  work  placed  thereon  or  shall  be  covered  up  or  put  out  of  view  without  the 
approval  of  the  Engineer,  whose  approval  shall  not  be  unreasonably  withheld  or 
delayed. 
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Page  24.  Oause  37.1,  Period  of  Maintenance  and  Contractor's  Responsibility.  amdt 

In  line  37,  alter  the  words  "Annexure  B"  to  "Annexures  A  and  B".  jJ^e 


Page  35.  Annexure  A. 

Add  the  following  new  line  after  the  line  commencing  "The  Works  shall  be      amdt 
completed ":  No.  i 

June 

The  Period  of  Maintenance  is  (Clause  37) i967 


Page  47.  Certificate. 

Alter  the  currency  symbols  to  dollars  and  cents  symbols. 
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AUSTRALIAN  AMENDMENT  No.  1 

to 

AS  B46— 1953 

BRITISH  ASSOCIATION  (B.A.)  SCREW  THREADS 


Insert  the  following  in  prominent  position  in  standard: 

OBSOLESCENT  SCREW  THREADS 

The  change  to  ISO  Screw  Threads  is  progressing  rapidly  throughout 
the  world  and  the  Standards  Association  of  Australia  considers  it 
necessary  to  insert  a  relevant  note  in  each  standard  which  specifies 
obsolescent  screw  threads. 

The  British  Standards  Institution  issued  an  Amendment  No.  1  to 
B.S.  93  (PD  5903)  in  August  1966.  in  which  strong  recommendations 
for  the  use  of  ISO  Screw  Threads  are  made. 

The  SAA  wishes  to  emphasize  that  screw  threads  specified  in  this 
standard  are  obsolescent  and  should  not  be  used  for  new  or  revised 
designs.  Wherever  possible  ISO  Screw  Threads  should  be  used. 

The  SAA  Committee  on  Screw  Threads  realizes,  however,  that  B.A. 
threads  are  still  very  widely  used  and  that  their  use  can  be  expected  to 
diminish  only  gradually  during  the  transition  period  that  may  occupy 
ten  years  or  so.  Accordingly,  this  standard  will  be  needed  throughout 
the  transition  period. 

In  due  course,  when  these  threads  become  obsolete,  the  standard  will 
be  withdrawn. 
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